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[Abstract:] Will report soon as possible the Refining Statistics called for by the Director. 924 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

September 20, 1880 


Sir, 


Your favor of 29th Inst. conveying Instructions from the Director of the Mint, in his 
Letter of the 18th Inst., is just received, and I shall endeavor to disentangle, the accounts of Gold 
and Silver Deposits refined, from those of grains from the furnaces, in which bullion was melted. 
It may be impracticable to be exact in these returns, for there being no instructions to keep the 
deposited and other Gold & Silver separate, I cannot yet perceive how I can separate one from 
the other with precision, in the past time. If however the Director desires them to be kept 
separately in future, it can easily be done, and shall be from the Ist Sept. 1880. 


Very Respectfully, 
Jas. C. Booth 
M&R 


Dr. John L. Le Conte 
Acting Superintendent. 


